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23 Jfcreh im 

i M i ftf Sattt Staff Aoc o sul la b s unta Baring iWriod 
1 October 1^58 - 31 March 1959 for Report to Itllllaa Coaaittee 


1* As ft result of rt aorta mmemamt activity, no purchases 
of filing cabinets are anticipated fjwr ths current or aeact two 
fUflftl ywiti Purchases each year ffcr the past four fiscal 

1190,000. Prior to fy 1955 , they average 
ow $£ a l llion each year. 

** W-^4* **» ilwits, f a ci l it ie s and proaeduraa 

awa wraldpsa and installed, for swift efficient badge processing 


of construction at the lev Building fits. 
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